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20 February 1969 


25X1 A 



MEMORANDUM FOR: 

After considerable discussion with many people including 
£5X1 A have the 

the specific requirements facing my Group currently are not completely 
matched to your excellent background. With concurrence, 

I must now inform you that we are not able to offer you a position in 
the Systems Analysts Group. 


25X1 A 
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